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H. T. PRITCHARD 


President of Indianapolis Power & Light Company, opens 


up selling opportunities to all of the company employees 
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THE GREAT SMITH FAMILY 


ACK SMITH is typical of your domestic customers. 

He’s one of a million tax-paying, God-fearing, 
home-loving fellows—a good fisherman, an amateur 
gardener. What he’s interested in he gets. But neither 
he nor his wife fully appreciates how much electricity 
can do for them. They do not realize that they get 
more out of a nickel spent for electricity than for any 
other nickel they spend; that the more electricity 


they use. the cheaper it becomes. 


A million Jack Smiths is the objective of a new co- 
The Electrical Stand- 


ard of Laving. It is designed to ¢e// a million Jack 


operative promotional program 


Smiths what you want them to know——the labor-sav- 


ing convenience and low cost of electric service. It 


GENERAL @ ELECTRIC 


will se// a million Jack Smiths what you want them 
and kilo- 


watt-hours. And when it does this, it will bring you 


to buy —appliances, refrigerators, ranges 
more than increased revenue— it will create good will, for 
itis almost axiomatic that those who use the most elec- 


tricity are the people who most appreciate your services. 


The Electrical Standard of Living will sell more and more 
appliances which will build load and in turn stimulate 
the progress of the entire industry. Like G-F engineer 
ing and research, it will eventually earn for you 
industry — through greater revenue and good will 
ten to one hundred dollars for every dollar it eat 
for General Electric. 
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Indianapolis Employee Campaign 
Sells 14,071 Lamps in Six Weeks 


Pin-it-up campaign attracts 80 per cent employee participation — 
Direct sales cost of $5,300 — Meter readers sell 1,129 lamps 


As the first step in a plan to open 
sales opportunities to all employees, 
Indianapolis Power & Light Company 
has just conducted a campaign on 
pin-it-up lamps which sold 14,071 
items. 

“The success of the campaign is all 
the more remarkable,” employees were 
told by President H. T. Pritchard, 
“when the time of year and our in- 
experience in such selling are con- 
sidered. 

“In this case success is measured 
not only by the record number of 
lamps sold but also by the new friends 
we made among our customers, the 
extra business we obtained, the ex- 
perience we gained and the additional 
money earned by employees.” 

Perennial load-building favorite, 
the pin-it-up lamp sold 14,071 items 
In a six weeks campaign, in which 
973 employees participated and earned 
approximately $5,000 in commissions 
and $350 in prize money. Pamphlet- 
folders were the only advertising used. 

For each working day of the cam- 
paign 402 lamps were sold. Twenty- 
four employees sold more than 100 
lamps each and the meter readers 
alone sold 1,129 lamps. In five de- 
partmental groups such as_ garage. 
purchasing and electrical, each em- 
ployee made at least one sale. Railley 
Corporation, maker of the lamps, ad- 
vised the company that its 80 per 


cent employee participation constituted 
a record. 

According to company advices. all 
selling was done by regular employees 
not in the sales department. In view 
of this fact, it is of interest to note the 
employee promotion is carefully 
planned. 

The company is now announcing to 
all employees a campaign on I.E.S. 
floor and table lamps 
scheduled for September. 


Utah Power & Light 
to Install New Unit 


A $30,000 improvement program. 
including new equipment and repairs. 
is under construction by the Utah 
Power & Light Company at its plant 


tentatively 


in the southeastern part of Green 
River, Wyoming. 
Installation of another 500-kw. 


steam turbine generating unit. similar 
in design to a machine already in 
operation, and a new steam boiler are 
the largest items in the improvement 
work, which will require from three to 
four months to complete. according to 
J. H. Jacobucci, local manager. 

The additional generating unit. re- 
placing two steam engine generators. 
will supplement the present turbine 
generator. doubling the capacity of 
the plant. As with the new turbine. 


the additional boiler will be operated 
chiefly as an auxiliary unit. 

The present equipment, installed in 
1926 and 1927 at a cost of $100,000, 
will continue in steady operation ex- 
cept for periodic inspections and over- 
haulings. 

Local labor, chiefly Green River 
college youth, is being used in the 
work at the plant. William Jennings, 
chief draftsman, and M. Ballard, an 
associate, from Salt Lake City worked 
on preliminary plans. 


Utility Paid $1,057 
in Taxes per Worker 


The average employee of the Con- 
solidated Edison received 
$1.870 in wages last year, while the 
system’s operating and non-operating 
taxes average $1,057 an employee, 
according to Ralph H. Tapscott, presi- 
dent of Consolidated Edison Company 
of New York, Inc. 

Writing in the July issue of the com- 
pany’s employee magazine, Around 
the System, Mr. Tapscott stated that 
Consolidated Edison and affiliated 
companies took in $235,214.134 from 
sales of gas, electricity and steam and 


System 


from miscellaneous operating and 
non-operating revenues. That amounted 
to $5,475 per average employee on 
Oper- 
ating costs, materials and supplies, 
taxes, depreciation and other expenses 
totaled $4,129 per employee. 

On the basis of number of em- 
ployees, bond interest was $461 per 
employee, preferred dividends aver- 
aged $259 and the amount applicable 
to common-stock holders and minority 


interests $626 in terms of the 


the payrolls during the year. 


was 
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average employee, Mr. Tapscott said. 

“Our business, like any other, works 
for three interests—customers, em- 
ployees and investors or owners,” Mr. 
Tapscott said. “The problem of run- 
ning a business is to keep a fair bal- 
ance among these interests. We make 
our rates as low as we can, but if 
rates are cut too much the business 
goes off balance.” The same balance 
must be maintained when considering 
wages and return to investors. 


Memorial to Edison 


Wrecked by Lightning 


Lightning last week struck the partly 
completed Edison Memorial Tower at 
Menlo Park, N. J., crashing the 130- 
foot structure to the ground and near- 
ly burying the model incandescent 
bulb set in the base in four feet of 
debris, but did not extinguish the 
light from this bulb. 

Michael Robbins, construction fore- 
man, placed the damage at $5,000 and 
said that the completion of the shaft, 
planned for October, would probably 
be delayed eight weeks. 

The steel framework of the tower 
was erected in 1929 on the site of 
the inventor’s work bench. The base 
of a permanent concrete memorial to 
be built around this structure was 
dedicated last July 1 and the scaffold- 
ing for this memorial had been com- 


pleted. 


Gilman to Quit Post 
With SEC October | 


William C. Gilman, director of the 
public utilities division of the Securi- 
ties and Exchange Commission, is 
contemplating returning to private 
business the first of October, accord- 
ing to reports from Washington. Mr. 
Gilman came to the SEC about two 
years ago and has set up an adminis- 
trative organization to carry out the 
provisions of the utility act. 

Reports are current that Commis- 
sioner J. D. Ross, who is also super- 
intendent of lighting of the city of 
Seattle Department of Lighting, is ex- 
pected to leave the SEC to become 
director of Bonneville. 

George O. Spencer, present chief 
of the utilities finance section, is being 
talked of as successor to Mr. Gilman. 
Reports are that former Senator Clar- 
ence Dill may succeed Mr. Ross. 
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Duplication of Electric Systems 


Condemned by Ross as Unjustified 


Superintendent of Seattle Department of Lighting says competition jy 
utility industry is false and wasteful — Suggests city purchase facilities 
of Puget Sound Power & Light as solution to situation 


Duplication of electric systems and 
competition between municipal and 
private units is uneconomic and waste- 
ful, according to observations made 
by J. D. Ross, member of the Securi- 
ties and Exchange Commission and 
superintendent of lighting of the city 
of Seattle Department of Lighting. 

In the annual report of his Seattle 
department, Mr. Ross declares that 
competition was once justified but is 
now false and wasteful. To correct 
such situations he suggests that the 
municipality take over its competitor, 
with the presumption that a fair and 
adequate price be paid for the private 
property. 


Competition wasteful 


The observations of Mr. Ross, who 
is the utility authority on the SEC, 
comes at a time when federal authori- 
ties, through the TVA, Grand Coulee 
and Bonneville and other similar proj- 
ects, are stressing invasion of territor- 
ies now served by private utilities. This 
type of subsidized competition, utility 
officials declare, is destructive and will 
result in tremendous loss to investors 
and the public. 

Substantiating his observations that 
competition in the electric power bus- 
iness is wasteful, Mr. Ross points out 
the situation in Seattle which has 
developed since the city entered into 
competition with Puget Sound Power 
& Light Company. 


Pay $10,000,000 annually 


Electricity users in Seattle pay ap- 
proximately $10,000,000 a year to the 
two systems for their service either one 
of which has adequate facilities to 
serve the community. As a result of 
the competition, Mr. Ross observes, 
there are more than 40,000 homes in 
Seattle connected by both the city 
system and the private power com- 
pany, with attendant waste and de- 
struction to the position of the inves- 
tors in the private utility, on the one 
hand, and to the taxpayers on the 
other. 

It was pointed out by Mr. Ross that 


on a common user pole line two ses 
of primary and secondary wires ar 
strung and two sets of service wires 
connect the homes. This means, he 
says, that one is always dead, belong. 
ing either to the utility or the city— 
a wasteful duplication. 

The switching from one service ty 
the other, with attendant expense to 
the municipal or private system, wa 
shown by Mr. Ross to be costly. He 
said that in 1934 the company and cit 
light combined signed a total of 55, 
251 contracts. Both systems installed 
or removed a total of 26,148 meters 
and installed or removed or cut in or 
out at pole a total of 17,640 services. 

“The combined cost of 
business, handling meters, installing 
and removing services of both con- 
cerns was $735,208. Yet the net gain 
in customers to both concerns was but 
130. Cost of getting one net addi. 
tional customer was $5,655.” 


soliciting 


Customers pay waste 


Mr. Ross asserted that the double 
expense of duplication of electric ser 
vice in Seattle now totals more than 
$3,000,000 annually. He said _ that 
this waste is paid by customers in 
their electric bills. As a means of 
eliminating this waste Mr. Ross pro 
poses that Seattle purchase the prop- 
erty of Puget Sound Power & Light 
and making but one system to serve 
all customers. 

The absorption would be easy, Mr. 
Ross believes, for the city could pay 
for the facilities out of present reve 
nues of the utility and at the same time 
effect substantial savings to custom 
ers through rate reductions made 
possible by a $2,500,000 savings and 


economies in operations. 


Plan Cabinet Gorge Study 


President Roosevelt has approved 
the act directing the Corps of Engr 
neers to investigate the feasibility of 
the Cabinet Gorge reclamation 4" 


power project on the Clark Fork 0 
the Columbia River, Idaho. 


{ 
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Cost of TVA Power Too High, So 
lf Utility Will Construct Own Plant 


n @ Commission authorizes Tennessee Electric Power permission to build 
es 25,000-kw. steam plant at Nashville to cost $2,000,000 — Experts 
testify that steam generation is cheaper than hydro 


ts = Tennessee Electric Power Company, 
ire subsidiary of Commonwealth & South- 
ts #% ern Corporation, was granted permis- 
he sion by the Tennessee Public Utilities 
Ig: Commission last week to-.construct a 


- $2,000,000 steam generating plant at 

Nashville. The utility was also au- 
to thorized to issue $1,500,000 bonds for 
to the project. 


jas The authorization of the steam 
He power plant came after protracted 
it hearings during which protagonists 
ae of the TVA opposed the project in a 
ed maneuver to force the Tennessee utility 
Ts to purchase TVA power. 

or 

. Sought power contract 

ng Tennessee Electric Power had 
ng sought to purchase TVA power pro- 
mn- vided TVA would not “pirate” its ter- 
in ritory. TVA offered to sell its power, 
ut but refused the proposal that it not in- 
di- vade the territory now being served 





by the utility. 






























section of 











Testimony of expert engineers be- 
fore the commission brought out the 
fact that electricity could be generated 
more cheaply by steam than by water 
and that the utility could effect a 
substantial saving by generating its 
own power requirements. 

Porter Dunlap, chairman, and W. 
H. Turner, commissioner, who signed 
the majority report, held that elec- 
tricity can be produced more cheaply 
at the steam plant than by buying it 
under a proposed purchase contract 
with TVA. Commissioner Leon Jour- 
olmon, Jr., wrote the dissenting opin- 
ion and held that the utility could 
effect a saving by buying TVA power. 

Mr. Jourolmon opposed the con- 
struction of the 25,00C-kw. plant as 
uneconomic, imprudent and certain to 
result in higher electric rates than if 
the company purchased TVA power. 
He said that the outlay for generating 
25,000 kilowatts would be $438,000 





























































Bureau of Reclamation Photo 
GRAND COULEE DAM—Detail view of the turbine pits in the west power house 
the federal power development on the Columbia River. 

the power plant, the largest in the world, will be installed here 


One section of 
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annually, while the TVA could sell a 
like amount of power delivered at 
Nashville for $415,758, or at an ap- 
proximate saving of $22,240. If the 
TVA power was purchased at Colum- 
bia, 50 miles away, and delivered over 
the company’s own lines, he said, the 
same amount of power would cost 
$425,092, or $12,908 less than what it 
would cost the company to generate its 
own power. 

Numerous witnesses, including Ed- 
ward L. Moreland, consulting engi- 
neer of and head of the electrical en- 
gineering department of Massachu- 
setts Institute of Technology; F. L. 
Wilkerson, Jr., consulting engineer of 
the University of Tennessee, and E. J. 
Muir, TVA engineer, testified that it 
would be cheaper to generate energy 
at the proposed plant than to pur- 
chase it from TVA. 

The majority report pointed out 
that the commission took cognizance 
of the fact that there exists and is 
available in Tennessee an enormous 
amount of power generated by the 
TVA. “But it does not appear from 
the record that the rates at 
power is to be sold to the Tennessee 
Electric Power Company will result in 
any advantage to customers of Ten- 
nessee Electric Power, to the general 
public or to said company, since the 
company, according to overwhelming 
testimony, can generate power cheaper 
than it can purchase it under any rate 
proposed,” the report stated. 


which 


Uncertainty of industry 


Mr. Jourolmon said that the reason 
why the application for the plant and 
to issue the bonds should be refused 
is the “uncertainty of the future of the 
electric industry just at the present 
time. This is a moment of flux and 
change in the industry. The TVA it- 
self has rendered the industry’s future 
unpredictable.” 

Discussing how the public welfare 
will be served by operation of the 
steam plant, the commission stated 
that coal miners, operators and labor 
would derive benefits and that the 
state of Tennessee and Davidson 
County would receive $30,000 annu- 
ally in taxes. 

Jo C. Guild, Jr., president of Ten- 
nessee Electric Power, stated that “we 
can generate electricity in a 
steam plant as much as $127,000 a 
year cheaper than we can purchase it 
from the TVA.” He said that the 
company would apply to the Federal 
Power Commission for approval. 


new 


(629) 5 














Court Names Walling 


Trustee for Utility 


Judge William H. Holly in the Fed- 
eral District Court in Chicago last 
week appointed Willoughby G. Wal- 
ling, president of the Personal Loan 
and Savings Bank, trustee for the Util- 
ities Power & Light Corporation. The 
action ignored objections of counsel 
representing security holders and sus- 
tained a petition of the Securities and 
Exchange Commission. 

It was ruled by Judge Holly that 
while the SEC was not directly rep- 
resented in the reorganization proceed- 
ings of the utility, nevertheless it 
represented the public interests. The 
SEC had sought a say in the proceed- 
ings to exercise the workings of the 
utility act which will apply to the 
company January 1, 1938, when the 
“death sentence” to holding companies 
becomes operative. 

Dwight H. Green, counsel for the 
company, asked dismissal of the en- 
tire proceedings under which it sought 
to reorganize. Judge Holly set 
October 6 for a hearing on the motion. 

Atlas Corporation, substantial in- 
vestor in Utilities Power & Light, in- 
dicated that it would present a new 
reorganization plan during the fall 
term of the court in October. 


Court Stays Bank’s Auction 
of Jersey Central Power Stock 


The Appellate Division of the New 
York Supreme Court has issued a 
stay restraining the New York Trust 
Company, trustee for National Pub- 
lic Service Corporation debentures, 
from selling at auction 712,411 shares 
of Jersey Central Power & Light 
Company common stock, collateral for 
the debentures. 

Auction was stayed until fifteen 
days after a decision is reached on 
the appeal of the New Jersey Power 
& Light Company from an order dis- 
missing a petition for distribution of 
the collateral on a pro rata basis to 
holders of National Public Service 


debentures. 
e 


Stone & Webster Contract 


Stone & Webster Engineering Cor- 
poration has received a contract from 
the Victor Chemical Works covering 
the design and construction of a 
phosphorus plant near Mount Pleas- 
ant, Maury County, Tenn. This plant 
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will produce elemental phosphorus 
from phosphate rock by means of the 
electric furnace process. 

The present undertaking involves 
the installation of one furnace de- 
signed to utilize 7,000 kw. of electric 
energy, but the plant layout will pro- 
vide for the future installation of 
three additional furnaces of equal 
size. The development at Mount 
Pleasant will involve an expenditure 


of approximately $1,000,000. 


Orders Special Rate 
for Rural Projects 


The Indiana Public Service Commis- 
sion last week ordered a 25 per cent 
reduction in rates for electricity sup- 
plied by private utility companies to 
Rural Electric Membership Corpora- 
tions. New rate is said to average 
1.24 cents per kilowatt hour. 

In a joint statement the utility com- 
panies accepted the new rates and 
said that they were “anxious to assist 
in the development of rural electrifi- 
cation projects.” 

Pleased with the rate reductions, 
Rural Electrification Administrator 
John M. Carmody, in a letter to Gov. 
Clifford M. Townsend, said that he 
had just allotted $758,000 for six pro- 
jects for which approval had been 
withheld because of the rates charged 
for wholesale energy. He estimated 
that the savings in wholesale power for 
the 24 Indiana projects, allotted or 
pending allotment, would be nearly 


$90,000 a year. 


Postpone Utility Resolution 


The House interstate commerce 
committee has postponed until Janu- 
ary consideration of a Senate resolu- 
tion authorizing an investigation on 
both sides of the question of govern- 
ment ownership of public utilities. 
Public hearings are expected to be 
held when the House group considers 
the resolution. Senator Norris of Ne- 
braska sponsored the measure in the 


Senate. 
ee 


Plans New Eastern Plant 


Robert M. Hadley Manufacturing 
Company, Los Angeles, manufacturer 
of electrical transformers and _ parts, 
has acquired a tract of 14 acres of 
land on South Chapel Street, Newark, 
Del., as a site for a new Eastern branch 
plant. 





Prescribes New Form 
for Utility Reports 


The new form for annual reports 
for the larger electric utilities, worked 
out by state and federal commission 
accountants and prescribed by the 
Federal Power Commission for Class 
A and Class B_ utilities, distinctly 
furthers nation-wide uniformity jn 
public utility accounting and _ report. 
ing, according to Frank R. MeNinch. 
chairman of the power commission. 

This form, to be used by all Class 
A and Class B electric utilities in re. 
porting to the commission for the 
year 1937, and each year thereafter, 
was compiled in collaboration with 
the committee on statistics and ac. 
counts of the National Association of 
Railroad and Utilities Commissioners. 
Numerous conferences with that com- 
mittee and with federal agencies were 
held during the long period of com: 
pilation. In the course of its com- 
pilation written suggestions were re- 
ceived from the accounting commit 
tee of the Edison Electric Institute 
and a two-day conference with that 
committee was subsequently held. 

The commission’s uniform system 
of accounts defines Class A_ utilities 
as those having either (1) annual elec- 
tric operating revenues of $750,000 or 
more, or (2) the original cost of 
whose electric plant amounts to $4; 
000,000 or more. Class B_ utilities 
are defined as those having annual 
electric operating revenues of more 
than $250,000 but less than $750, 
000 and the original cost of whose 


electric plant amounts to less than J 


$4,000,000. 


Move to Prevent Strike 
at Grand Coulee Project 


To avert a strike by the more than 
5,000 men at work on the Grand 
Coulee Dam project, the Departmen! 
of Labor and the National Labor Re 
lations Board last week began efforts 
to settle the labor controversy which 
has developed between the Americal 
Federation of Labor and the Com 
mittee for Industrial Organization. 

Trouble began with the signing af 
a closed shop agreement around the 
first of the month between the Mason 
Walsh-Atkinson-Kier Company, ©" 
tractors building the dam for the 
Bureau of Reclamation, and_ the 
A F of L unions, to which the CI0 
objected. 
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Recent Progress 


in REA Projects 


The following allotments in REA- 
fnanced projects have been announced 
recently : 


Allotments 


Cotorapo—San Luis Valley Rural Elec- 
trification Company, Monte Vista; $150,000. 
Project will require $360,000; 345 miles ; 
900 customers in Alamosa, Conejos, Sagu- 
sche and Rio Grande counties. 


Kentucky—Co-operative to be formed 

in Todd county; $217,000. Project will 
require $434,000; 412 miles; 2,000 custo- 
ners in Christian, Todd, Logan and Simp- 
on counties; negotiations under way to 
get wholesale power from Kentucky-Ten- 
nessee Light & Power. To co-operative in 
Jessamine county, $120,000. Will require 
$226,000: 226 miles; 916 customers in 
fayette, Madison, Woodford and Jessamine 
pounties. 


lowa—City of Maquoketa; $95,000; to 
enlarge municipal generating plant to pro- 
vide current for REA-financed distribution 
aystem in Jones county. Replaces rescinded 
joan of same amount. 


Minnesota—Nobles Co-operative Elec- 
tric Association, Ellsworth, $100,000; to 
germit start on $320,000 expansion of pres- 
ent project; 274 miles; 669 customers in 
Murray, Pipestone, Lyons and Redwood 
counties. Original project; $230,000; 230 
miles; 592 customers in Nobles, Jackson, 
Murray, Cottonwood, Lyon and Rock coun- 
ties. Negotiations to secure wholesale 
energy for both projects under way with 


both Worthington Municipal Plant and 
Northern States Power. 
* 
Approves Merger Issue 
by Commonwealth Edison 
Commonwealth Edison Company 


has been authorized by the Illinois 
Commerce Commission to issue addi- 
tional stock for the purpose of acquir- 
ing the outstanding common and pre- 
ferred stock of the Public Service 
Company of Northern Illinois. 

To facilitate the exchange offer, the 
company was also authorized to sub- 
divide each share of its outstanding 
capital stock of $100 par value into 
jour shares of $25 par value. 


Cost of Living Increases 


While the rate paid for electric serv- 
ce is steadily declining, the cost of 
living continues to rise. A bulletin is- 
‘ted by the Department of Labor 
hows an increase of 0.9 per cent in 
the average of all goods purchased by 
“age earners and _ lower salaried 
workers as of June 15, 1937, com- 
pared with March 15. There was an 
“tease of 3.1 per cent over July 15, 
1936, and 13.5 per cent over the low 
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Valley Authority, 6 miles from 
illumination. 


point in June, 1933, but costs were 
15.2 per cent lower than in December, 
1929, 


Work Starts on G.E. Building 


Construction has been started on 
the new modernistic studio building 
for WGY, the 50,000-watt radio sta- 
tion of the General Electric Company 
in Schenectady. The building con- 
tract has been awarded to the A. L. 
Hartridge Company, New York, and 
calls for completion by January 1. 


Adds 1,546 Farm Customers 


Two hundred and fifty more miles 
of rural electrical distribution lines, 
bringing service to 1,546 more farm 
customers, were constructed by the 
Consumers Power Company during 
the month of July, according to D. E. 
Karn, vice-president and 
manager. During the first seven 
months of 1937 the company has 
built 1,937 miles of lines and con- 
nected 10,500 customers, bringing the 
total up to 8,992 miles of line, serving 
35,149 customers. 


general 


Utility Tax Is Voted 


A l per cent tax on the gross re- 
ceipts of utility companies operating 
in White Plains, N. Y., has been voted 
by the City Council. Proceeds from 
the tax will be used exclusively for 
the benefit of persons on relief. 


Chattanooga, is 





General Electric Photo 


CHICKAMAUGA DAM—Construction work on this hydro-electric dam of the Tennessee 


being speeded under floodlight 


Locks at the dam and the concrete mixing plant can be seen 


Australia Requests 
Bids on Equipment 


The Sydney County Council, Syd- 
ney, New South Wales, Australia, will 
receive bids until September 23 for 
quantity of voltage regulating equip- 
ment for use on 11,000-volt circuits; 
also, until September 30, for 33,000- 
volt switchgear for Bunnerong power 
station. 

City Electric Light Company, Ltd., 
Brisbane, Queensland, will receive 
bids until September 20 for a supply 
of indoor type feeder panels, 415-volt. 

City Council, Newcastle, New South 
Wales, will receive -bids until Oc- 
tober 11 for a quantity of 11,000-volt 
switchgear and protective equipment. 

Department of Government Rail- 
ways, Melbourne, Victoria, will re- 
ceive bids until December 22 for a 
turbo-alternator unit and 
accessory equipment. 


complete 


* 
Associated Directors Cited 


The Federal Power Commission 
has set September 20 as the date for 
a hearing in Washington at which five 
officers of companies in the Associated 
Gas & Electric System are to show 
cause why their authorizations to hold 
interlocking directorships should not 
be terminated. 

The officers involved are Thomas H. 
Blodgett, Fred S. Burroughs, Charles 
A. Dougherty, Eben T. Edmonds and 
Sanford J. Magee. 
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Admit Gas Interests 
to Electrical Group 


At a special meeting of the mem- 
bers of the Electrical Association of 
New York, Inc., held at its Electrical 
Institute in Grand Central Palace on 
August 16, an overwhelmingly fav- 
orable vote was given for the inclu- 
sion of gas interests within the mem- 
bership and for a change in the name 
of the association to the Electrical and 
Gas Association of New York, Inc. 

Commenting upon the action taken, 
C. E. Stephens, president of the asso- 
ciation and a vice-president of the 
Westinghouse Electric & Manufactur- 
ing Company, said: 

The trend toward rendering gas as well 
as electric service to the public and in 
supplying the multitudinous appliances for 
their convenient use through a single source 
has become increasingly evident. The con- 
solidation of the local electric and gas 
utilities, the marketing of gas appliances 
by manufacturers heretofore primarily en- 
gaged in producing only electrical prod- 
ucts and the distribution of this gas mer- 
chandise, as a natural sequence, through 
established electrical distributing channels 
and in turn through established electrical 
dealers, is already the practice in many 
cases. With the common interests of these 
two industries so closely paralleling each 
other, it appeared desirable that the scope 
of the Electrical Association’s activities be 
broadened better to serve those members 
already interested in both industries and 
those who might eventually also extend their 


present electrical interests to also include 
gas. 


The association maintains a com- 
prehensive electrical and gas institute 
where products of these industries are 
displayed and demonstrated. Mem- 
bership comprises approximately 1,250 
manufacturer, wholesaler, distributor, 
contractor, dealer utility and other 
electrical and gas firms located within 
the Metropolitan New York area and 
members of their personnel. 


Plans New Rural Lines 
Duck River Electric Membership 


Corporation has an appropriation of 
$224.500, with which it plans to con- 
struct 157 miles of rural electric line 
in Giles, Hickman and Mawry counties 
in North Carolina. 


Assessed Additional Taxes 


The treasury recently declared that 
the American Water Works & Electric 
Company owes an additional $505,592 
of income taxes for 1932. Principal 
points in controversy were whether the 
company and its subsidiaries should 
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have been allowed to deduct from their 
taxable income certain sums for bond 
amortization, depreciation, donations 
and security losses. 


eetin S 


International Association of Electrieal 
Inspectors — Joint annual meeting, 
northwestern and southwestern sections, 
Hotel Utah, Salt Lake City, August 
23-26. KF. D. Weber, secretary-treasurer, 
northwestern section, P.O. Box 70, 
Portland, Ore. H. L. Gerber, secretary- 
treasurer, southwestern’ section, 914 
Merchants Exchange Building, San 
Francisco, Cal. Eastern section, Hart- 
ford, Conn., September 27-30, Joseph P. 
Rohan, general chairman, Hartford 
Building Department, Hartford, Conn. 


American Institute of Electrieal Engineers 
—Pacific Coast convention. Spokane, 
Wash., August 30-September 3. Middle 
Eastern District, Akron, Ohio, October 
13-15. H. H. Henline, national secre- 
tary, 33 West 39th St., New York, N. Y. 

National Association of Railroad and 
Utilities Commissioners—Annual cen- 
vention, Salt Lake City, August $1- 
September 3. Clyde S. Bailey, secre- 
tary, Earle Building, Washington, D.C. 

Pennsylvania Electric Association—An- 
nual convention, Bedford Springs Hotel, 
Bedford, Pa., September 8-10 Harold 
A. Buch, secretary - treasurer, pF 
Building, Harrisburg, Pa. 

Maryland Utilities Association — Annual 
convention, George Washington Hotel, 
Ocean City, Maryland, September 10-11. 
E. J. Roche, secretary, 55 E. Wash- 
ington St., Hagerstown, Md. 

Rocky Mountain Electrical Association— 
Annual meeting, Estes Park, Colo., 
September 13-15. George Lewis. manag- 
ing director, Gas and Electric Building, 
Denver, Colo. 

Wisconsin Utilities Association—Trans- 
portation section convention, Lawsonia 
Hotel, Green Lake, Wis., September 13 
and 14. Accounting section convention, 
same place, September 24 and 25. A. F. 
Herwig. executive secretary, 135 West 
Wells St., Milwaukee. 

Empire State Gas and Electric Associa- 
tion — Annual meeting, Saranac Inn, 
Saranac, N. Y., September 16-17. George 
H. Smith, secretary, Grand Central Ter- 
minal, New York, N. Y. 

American Transit Association — Annual 
convention, White Sulphur Springs, 
West Va., September 19-23. 


Illuminating Engineering Society—Annual 
convention. Greenbrier Hotel, White 
Sulphur Springs, W. Va., September 
27-30. A. D. Cameron, general secretary. 
51 Madison Avenue, New York, N. 

Iron and Steel Exposition—Sponsored by 
the Association of Iron and Steel Engi- 
neers, Stevens Hotel, Chicago, IIl.. Sep- 
tember 28-October 1. Brent Wiley. 
managing director, Empire Building. 
Pittsburgh, Pa. 

Chicago Exposition of Power and Me- 
chanical Engineering — International 
Ampitheatre, Chicago, Ill., October 4-9. 

International Association of Electrical 
Leagues—Annual convention, New York. 
N.Y., October 6 and 7. O. C. Small. 
secretary, 155 East 44th St., New York. 

Electrochemical Society — Fall meeting. 
St. Louis, Mo., October 13-16. Colin 
G. Fink, secretary, Columbia University, 
New York, N. Y. 

American Welding Society—Annual meet- 
ing and welding exposition, Atlantic 
City, N. J., October 18-22. Warner 8. 
Hays. managing director, 29 West 36th 
St., New York, N. Y. 

Indiana Electric Association — Annual 
meeting, French Lick Springs, Ind., 
October 21-23. 








Safety Lighting Law 
for Indiana Highways 


By the terms of a recent statute 
the Indiana Highway Commission jg 
authorized and empowered to illumi. 
nate dangerous curves and_intersec. 
tions of highways, as well as of the 
bridges of the state highway system, 
whenever it deems such lighting neces. 
sary to the safety of traffic. Installa. 
tion and maintenance costs are to be 
paid by the commission. 

Installation of warning floodlights 
and/or signals at grade crossings of 
the state highways with railroads or 
interurban railroads outside of city 
limits is also authorized, provided the 
railroad concerned pays the main- 
tenance and operating costs. 


Roosevelt Appoints MeNinch 
to Communications Agency 


Frank R. MecNinch, chairman of the 
Federal Power Commission, has been 
appointed chairman of the Federal 
Communications Commission by Pres 
ident Roosevelt. Mr. McNinch is to 
take a leave of absence from the power 
commission to fill the position left 
vacant by the recent death of Chair 
man Anning S. Prall. Mr. MeNinch 
will reorganize the communication: 
commission, which recently has come 
under fire. 

President Roosevelt has also nameé 
T. A. M. Craven to be a member of 
the communications commission. M1. 
Craven, who is now chief engineer 
the commission, will succeed Irvin 
Stewart, who recently resigned. 


Curtis Staff at Nela Park for 


Fourth Annual Convention 
The high spot of the fourth annud 


convention of the Curtis Lighting Com 
pany, held August 17 to 20. 
trip of sales department and depat 
ment heads from convention heat 
quarters in Chicago to Nela Park and 
the Cleveland “xposition. 

According to Darwin Curtis, pres 
dent of Curtis, the purpose of the tt} 
was “. . . to bring the lighting equip 
ment manufacteres’s s eile smen 
closer touch with an outstanding ° 
ter of lighting development and ! 
search so that their future progress | 
the lighting industry will b« mutuallt 
benefited.” 










was 4 


ELECTRICAL WORLD ¢# AUGUST 21, 1937 











ower 

left 
hair: 
{inch 
tions 


come 


amed 
er of 
Mr 
eer of 
Irvin 


k for 
on 
annua 
g Con 
was 4 
depatt 
heat 


ark an 


s, pres 
the tn 
o equi) 
nen 

ing cen 
and fe 
ores I 


mutuallt 


Week’s energy passes the record 
production a month ago, rises 
10.6 per cent over 1936 


All-time records of the electric light 
and power industry were surpassed by 
the output of 2,300,547,000 kw.-hr. 
during the week ended August 14, ac- 
cording to figures announced by the 
Edison Electric Institute. The increase 
over the previous maximum, reported 
for the weék of July 17, was only 0.1 
per cent—too small to be of much 
practical significance—but the upturn 
from the plateau of the past three 
weeks was large enough to re-establish 
the rising trend. The spread compared 
with 1936 is increasing. It has grown 
to 10.6 per cent, after a period of per- 
sistent shrinkage. 

Regional comparisons with 1936 
show that in the Central industrial 
area the percentage is the largest since 


Weekly Output, Millions of Kw.-Hr. 
1937 1936 1935 


Aug. 14...2,301 Aug. 8..2,079 Aug. 10..1,819 
Aug. 7...2,262 Aug. 1..2,079 Aug. 3..1,821 
July 31...2,256 July 25..2,088 July 27..1,824 
July 24...2,259 July 18..2,100 July 20..1,807 
July 17...2,298 July 11..2,030 July 13..1,766 
July 10...2,096 July 4..1,956 July 6..1,655 
July 3...2,238 June 27..2,030 June 29..1,772 


Per Cent Change from Previous Year 
Week Ending 


perenne assesses 


Region Aug. 14 Au 








g.7 July 31 

New England........ + 7.2 + 6.5 +10.1 
Middle Atlantic...... + 9.0 + 7.4 + 8.2 
Central Industrial.... +14.0 +12.0 +10.1 
West Central........ + 4.1 + 7.1 + 2.8 
Southern States...... +9.8 +12.7 +11.4 
Rocky Mountain..... +16.7 +12.9 +13.5 
| eae + 8.9 + 7.9 + 7.4 
United States.... +10.6 + 8.8 + 8.0 


New Illuminated Bridge 
to Span Delaware River 


One of the world’s best-lighted 
bridges will be built across the Dela- 
ware River at Easton, Pa., connecting 
Pennsylvania and New Jersey. Though 
but 4 mile long, including approaches 
and span, the new structure will be 
as well illuminated as the San Fran- 
cisco-Oakland Bay span. 

Twenty-five thousand lumen incan- 
descent lamps will be used in 85 units 
designed by General Electric engi- 
neers for the bridge. The luminaires 
on the span will be spaced 125 ft. 
apart and staggered along the 40-ft. 
roadway. The lights will be installed 
‘nd maintained by the Metropolitan 
:dison Company and the New Jersey 
Power & Light Company. They will 


be put in operation early in Decem- 
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Output Climbs to New High 
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the end of May. In the Mountain 
states there was an upturn to 16.7 per 
cent, suggesting increased activity in 
mining. On the Pacific coast the 
small gains reported in spring have 
given way to larger figures. 

Good progress continues in the 
East. Per cent increase remains low- 
est in the West Central region. 


ber when the bridge is formally 


opened. 
* 


New Sodium Lighting 
For New York State 


New York will take the lead among 
all states in having most miles of its 
highways illuminated with sodium- 
vapor lamps with the completion this 
fall of installations along 5 miles of 
route 5, near Buffalo, and 9 miles 
along route 11, near Syracuse, accord- 
ing to the General Electric Company. 


oo 
Electric Sales in Illinois 


Sales of electricity to ultimate con- 
sumers in Illinois during July, as 
reported by eleven large companies, 
totaled 577,850,115 kw.-hr., repre- 





senting an increase of 1.0 per cent 
over the total recorded for the pre- 
ceding month and a gain of 8.9 per 
cent over the corresponding month 
of 1936. 

Sales of those companies other than 
Commonwealth Edison in July, 1937, 
totaled 241,188,765 kw.-hr., or 11.2 
per cent more than the total in the 
corresponding month of the previous 
year and 0.2 per cent more than the 
total for June, 1937. 


Loup River Power Equipment 
Awards Total Over $300,000 


Loup River Public Power District, 
Columbus, Neb., C. B. Fricke, presi- 
dent, has awarded contracts for elec- 
trical equipment as follows: Oil cir- 
cuit breakers, Allis-Chalmers Manu- 
facturing Company, $110,593; power 
transformers, $51,900, lightning ar- 
resters, $18,345, and instrument trans- 
formers, $17,193, to General Electric 
Company; power and service station 
transformers, Pennsylvania  Trans- 
former Company, Pittsburgh, $61,- 
055; disconnecting switches and fuses, 
Bowie Switch Company, San Fran- 


cisco, $64,364. 


First of Its Kind in U.S. 


A six-story apartment house in 
Washington, D. C., to be ready for 
occupancy in the early spring of 1938, 
will be the first apartment house in 
the United States built with complete 
year ‘round air conditioning as a part 
of the original design, according to 
L. R. Boulware, vice-president and 
general manager of the Carrier Cor- 
poration. Mr. Boulware stated that 
the first completely air-conditioned 
apartment house in the world was the 
thirty-one story Cavanaugh Building 
in Buenos Aires, South America. 


Commission Requests $20,000 


The State Emergency Board of 
Ohio has been asked for $20,000 to 
operate the State Utilities Commis- 
sion. Chairman Charles F. Shaber of 
the commission asserted that if the 
grant were not allowed the commis- 
sion would have to cease operations. 
Mr. Schaber said the requested 
amount would allow only for han- 
dling routine cases and would not per- 
mit any investigation of data submit- 
ted in rate controversies. 
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RING FOR BONNEVILLE—Some idea of the size of the 75-r.p.m. hydro turbines 
at Bonneville may be gained from a view of the ring taken in the plant of 
S. Morgan Smith Company, fabricators 


AS 75,000 KVA. ARRIVED ON THE JOB—For the interchange of large blocks of power 

between Southern California Edison and Pacific Gas & Electric Company, these 25,000-kva. 

transformers have been installed at the new substation at Magunden, Calif. Transformers 
weigh 138 tons ready for action and step down from 220 kv. to 77 kv. 
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FOR MODERNIZED PLANERS—These seven pl 

tric & Manufacturing Company, will replace elefti 

Used with 25-hp., 250-1,500-r.p.m. motors, controle 
and, therefore, 


here is a 
charges foll 
to fact th 

enough 





controllers, being built by Westinghouse Elec- 
i¢ drive on Pratt & Whitney Corporation planers. 
vill mean higher return speeds, quicker reversals 


er production 


TIPLESROKE LIGHTNiNG 
emad but rarely photographed, 
tiple lightning flash. Dis- 
ame path, apparently due 
tir remains ionized long 
nough™ mide next discharge 


9,000 HP. TO PUMP WATER—Here is the first of six 9,000-hp., 400-r.p.m. motors 

to pass factory tests at the Schenectady plant of General Electric Company. 

Pumps will be used to deliver Colorado River water to Metropolitan Water 
District of Southern California 


HIGHWAY LIGHTING—Texas Power & Light Company installed these General Electric luminaires, equipped 
with 10,000-lumen sodium lamps, along the new Poplar-Beckham overpass on the Dallas-Tyler highway at Tyler. 
This is the longest installation of sodium safety lighting in the state of Texas 























































S. B. Earle of South Carolina 
New President of S.P.E.E. 


S. B. Earle, who was elected presi- 
dent of the Society for the Promotion 
of Engineering Education at the recent 
annual meeting in Cambridge, Mass., 





Harris & Ewing 


is dean of the school of engineering, 
Clemson Agricultural College, Clem- 
son, South Carolina. 

A native of South Carolina, Dean 
Earle received his education at Fur- 
man University and at Cornell. His 
entire academic career has been spent 
with Clemson College. 

For a number of years he has been 
active in the Society for the Promo- 
tion of Engineering Education. He 
is a member of the American Society 
of Mechanical Engineers. 


> T. S. SLoan, for the past nine years 
manager of the Rome division of the 
Georgia Power Company, has _ been 
appointed to direct company opera- 
tions in southwest Georgia. Mr. Sloan 
succeeds R. M. Harding of Columbus, 
who recently completed 25 years’ con- 
tinuous service with the company. 
Jack McDonoucu will succeed Mr. 
Sloan. Mr. McDonough joined the 
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company in 1927 and was formerly 
commercial manager at Augusta, hav- 
ing been transferred to Atlanta last 
March as supervisor of sales. 


P FRANKLIN J. DickMAN has joined 
the United Engineers & Constructors, 
Inc., as manager of the New York 
office. 


> E. W. Hover, formerly an electrical 
distribution engineer for the Central 
Hudson Gas & Electric Corporation, 
Poughkeepsie, N. Y., recently was ap- 
pointed electrical engineer, Rural 
Electrification Administration, Wash- 
ington, D. C. 


> V. M. JoHNson has been elected 
president of the Central Power Com- 
pany, Grand Island, Neb., to succeed 
Frank E. Kruesi, who has assumed new 
duties in Chicago. Mr. Johnson was 
formerly vice-president in charge of 
operations and _ general manager. 
Water H. Sinke has been made 
vice-president. 





Darwin Curtis 


president Curtis Lighting, Inc., who made 
possible the gala celebration of the com- 
pany’s fortieth anniversary this week in 


Cleveland 


ABOUT PEOPLE 


Mangum Assumes New Duties 
With Alabama Power Company 


Robert H. Mangum, manager of the 
advertising department of the Alabama 
Power Company since 1930, has been 
appointed assistant vice-president of 





that company. His new duties will be 
in connection with advertising and 
public relations. 

A native of Alabama, Mr. Mangum 
retired from the active practice of law 
in 1920 and held public office until 
1925. From that time until 1927 he en- 
gaged in newspaper writing and lec- 
turing. His first service with Alabama 
Power was in the investment depart- 
ment, going from there to the man- 
agership of the advertising department 
in 1930. 

C. M. Kilian, formerly assistant ad- 
vertising manager, becomes advertis- 
ing manager. 


> R. B. SHEPARD, electrical engineer. 
Underwriters’ Laboratories, Inc., re- 
cently sailed from New York for Sar 
Francisco. Mr. Shepard will de- 
termine upon the layout of testing ap- 
paratus in the new quarters of the San 
Francisco branch of the Laboratories. 
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Wilcox Heads New Products Division of Westinghouse 


Responsibility for 
the development of 
lines of activity 


which either are 
new in the art or 
which have not 


been previously un- 


dertaken by the 
company has been 
centralized by the 


H. W. Tenney 





Westinghouse Electric & Manufactur- 
ing Company with the formation of a 


new products division. In its new 
capacity the division will concentrate 
its facilities on the development and 
broadening of the field of applications 
of products which have not reached 


|the state of commercial apparatus. 


H. M. Wilcox is manager of the 
New Products division, with H. W. 
Tenney as engineering manager and 
George F. Begoon as sales manager 
of the division. 

Mr. Wilcox was formerly  vice- 
president of Electrical Research Prod- 
ucts, Inc., a subsidiary of the Western 
Electric Company. Entering the ma- 
terials and process engineering de- 
partment of Westinghouse in 1920, 
Mr. Tenney served as section engineer 
and division engineer in charge of 
high-voltage laboratory, engineering 
laboratory, high-power laboratory, 
chemistry laboratory and central engi- 
neering laboratory building. He was 
manager of central engineering labora- 
tory department at the time of his 
recent appointment. 


Mr. Begoon was first employed by 
Westinzhouse in 1913. From 1914 
to 1925 he was with the Westing- 
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house Electric In- 
ternational Com- 
pany in New York 
and Brazil, and sub- 
sequent connections 
followed with Na- 
tional Aniline & 
Chemical Company 
and with Electri- 


H. M. 
Wilcox 


G. F. Begoon 


cal Research Products, Inc. He re- 
joined Westinghouse in the industrial 
division, New York, in 1937. 


> RopertT ENGLAND, director of ex- 
tension at the University of British 
Columbia, has been appointed eco- 
nomic adviser of the Winnipeg Elec- 
tric Company. Professor England 
will assume his new duties at the end 
of August. 


> CHartes H. JENNINGS, engineer in 
charge of welding research for the 
Westinghouse Electric & Manufactur- 
ing Company, has sailed for Eng- 
land to act as consulting welding 
engineer during the next three months 
for the English Electric Company. He 
will resume his duties with the West- 
inghouse company about the first of 
December. 


> Wittis H. Carrier, chairman of 
the board of Carrier Corporation, New- 
ark, N. J., and a pioneer in the air- 
conditioning field, sailed August 7 
aboard the Italian liner Rex on the first 
leg of a trip to Johannesburg, South 
Africa, where he will inspect the fam- 
ous Carrier air-conditioning installa- 





tion in the Robinson Deep Gold Mine. 
Mr. Carrier will take the Rex to Gi- 
braltar and then travel down the west 
coast of Africa to South Africa. Dur- 
ing his inspection of the mine Mr. 
Carrier will collect valuable scientific 
data to guide North American mine 
owners in future installations. 


> Henry Kruse, district sales man- 
ager of the Puget Sound Power & 
Light Company at Everett, has been 
appointed merchandise sales and sales 
promotion director in the com- 
pany’s general office, Seattle. Mr. 
Kruse is filling the vacancy left by Ed 
Ross, who recently became associated 
with the merchandise advertising de- 
partment of Westinghouse in Mans- 
field, Ohio. Mr. Kruse has been iden- 
tified with the Puget Sound company 
since 1923, when he became a meter 
tester. Through numerous advance- 
ment he has attained his present posi- 
tion. Harry G. ARNOLD will succeed 
Mr. Kruse in his former position. 


OBITUARY 


> THomas F. MaHer, president of the 
Chapman Valve Manufacturing Com- 
pany, Indian Orchard, Mass., since 
1931, died at a Providence, R. I., 
hospital July 29, following a cerebral 
hemorrhage. Born in _ Hartford, 
Conn., 52 years ago, Mr. Maher had 
been in the company’s employ since 
1909. He was an authority and 
pioneer in the development of valves to 
meet high-temperature high- 
pressure conditions in the utility and 
industrial fields. 
and technical capacities in an unusual 
degree. 


and 


He combined sales 


> Cares L. Cory, formerly dean of 
the college of engineering and emeri- 
tus professor of electrical engineering 
of the University of California, died 
in Berkeley on August 2. He joined 
the teaching staff of the University of 
California as assistant professor of 
electrical engineering in 1892 and was 
made dean of the college of engineer- 
ing in 1908. Upon his retirement in 
1930 he was given the title of emeri- 
tus professor of electrical engineering. 
In conjunction with his educational 
work, Professor Cory was active as a 
consulting engineer. As such he took 
an active part in the design and con- 
struction of many of the early Pacific 
Coast hydro-electric projects and high- 
tension transmission systems. 
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Allis-Chalmers Has 


New Financing Plan 


Allis - Chalmers Manufacturing 
Company has announced that it 
plans approximately $25,000,000 of 
new capital through the issuance of 
convertible debentures, to be offered 
first to the common-stock holders 
upon terms to be fixed by the board 
of directors, with provision made for 
pale to underwriters of any part of 
the issue not so subscribed. 

The new funds are to be used for 
expansion of the company’s manu- 
facturing facilities and to provide the 
additional working capital made nec- 
essary by its recently increased vol- 
ume of business. It is planned that 
from $6,000,000 to $8,000,000 of the 
proceeds will be spent on plant ex- 
panion and improvements during the 
rest of this year and in 1938. 

According to the company’s letter, 
billings for the first six months 
amounted to $43,696,813 as against 
$27,399,053 for the first six months 
of 1936. Unfilled orders on June 30 
were $23,118,358, as against $10,- 
776,376 on June 30, 1936. Net in- 
come in the second quarter of 1937 is 
reported as 75.2 per cent higher than 
jn the first quarter. 


Norge Range Sales Increase; 
New Plant Nears Completion 


Norge range sales have outstripped 
the present production capacity of 
the corporation’s Detroit plant, neces- 
sitating the construction of a new 
range plant at Muskegon, Mich., which 
is now nearing completion. The ex- 
port division recently shipped 1,000 
Norge washers via an all-water route 
from Muskegon to Europe. Norge 
export shipments of all appliances for 
the first six months of 1937 exceeded 
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all of last year’s shipments by 25. per 
per cent. 

That the trailer is a boon to rural 
and suburban appliance selling is 
proved by the almost daily reports 
from various distributor territories 
where trailers are extensively used by 
dealers and salesmen to bring their 
stores to the outlying districts. 


Six Months’ Reports 
Show Net Profit Up 


Among the electrical manufactur- 
ing companies recently issuing earn- 
ings statements are the following: 


CrocKEeR-WHEELER—Net profit, $103,432, 
equal to 35 cents each on 290.500 no-par 
common shares, compared with $22,507, or 
8 cents a share last year. Billings during 
the first half of 1937 recorded a 47.1 per 
cent increase over the corresponding period 
a year ago, while bookings for the same 
period advanced 85.1 per cent ahead of 
their 1936 comparatives and unfilled orders 
as of June 30 were 213.5 per cent higher 
than the same date of 1936, Edmund Lang, 
president, stated in his letter to  stock- 
holders. 

Driver-Harris—Six months to June 30, 
net income, $289,333, equal to $2.85 a 
share on 89,170 common shares after pre- 


ferred dividends, establishing the _ best 
earnings rate since 1929, when net income 
for the full year amounted to $9.61 a 
share on the slightly larger number of 
common shares then outstanding. For 
1936 net amounted to $2.08 a common 
share. 


ANACONDA Wire & Capie and _ subsid- 
jaries—Three months ended June 30, net 
profit. $834,042, equal to $1.98 a share on 
421.981 capital shares, compared with 
$632,149, or $1.50 a share, for the same 
period last year. 

McGraw EL Lectric—Twelve months ended 
June 30, net profit, $1,232,781, equivalent 
to $5.21 a share, compared with $701,710, 
or $2.96 a share. for the twelve months 
ended June 30, 1936. 

Biaw-Knox—Six months to June 30, net 
profit, $1,295,513, equal to 97 cents each 
on 1,322,558 no par capital shares. Net 
profit last year was $675,293, or 51 cents 
a share. Gross sales less returns and _ al- 
lowances for the period totaled $8,510,608, 
against $5,190,666 in first half of last 
year. 

ReviaANnce Evectric & ENGINEERINGC—Six 
months to June 30, net profit, $295,529. 


ELECTRICAL WORLD + AUGUST 21, 1937 


AND MARKETS 


Wage Increase Made 
by General Electric 


The General Electric Company 
recently announced an additional | 
per cent increase under its cost of 
living adjustment plan, raising it from 
4 to 5 per cent. 

The plan, instituted in October. 
1936, provides for automatic increases 
in employee earnings, based on the 
progress of the cost of living index 
as published by the U. S. Department 
of Labor, which now stands at 845 


per cent. 
* 


Sales Reflect Back 


to Laundry Movement 


Judging by the present trend of 
electric washer and ironer sales, up: 
ward of 1,900,000 units will be sold 
to the nation’s families in 1937. 
Campbell Wood, director for public 
utilities of Kelvinator division, Nash- 
Kelvinator Corporation, 
bringing domestic consumption of 
electric power to a much higher level 
than heretofore. The nation’s family 
wash was done by more than 340. 
000,000 kw.-hr. of electric energy last 
year, an increase of 14,850,000 kw- 
hr. over the previous year. 

“These figures indicate that 1. 
000,000 housewives are back in the 
laundry at the present time,” Mr 
Wood remarked, “while more that 
one million and a half more womer 
will be doing their own laundering 
by electric methods at the end o 
1937.” 


Apex Adds Air Conditioning 


Addition of air conditioning equ 
ment to the Apex Electrical Manufac: 
turing Company’s list of products has 
been announced by C. G. Fran 
president of the Cleveland company: 
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+ Apex has bought the Zephyr air condi- 
tioning division of the Savage Arms 
Corporation, Utica, N. Y., and is 

) transferring the machinery to its Bes- 

' semer Avenue plants in Cleveland. 
Distribution and sales plans will be 
announced within a short time, ac- 

| cording to Mr. Frantz. 

° 


Electrical Manufacturers 
Make Sales Assignments 


| Electrical manufacturing companies 
have recently made the following sales 
appointments: 
Penn Electric Switch Company has 
placed J. G. Moravec in charge of its Mo- 


line, Ill., office. The new office, opened 
July 1, will serve western Illinois and Wis- 


consin, Minnesota, Iowa, Nebraska and 
Dakota customers. 
Corning’ Glass Works has the R. D. 


Cope Company, Dallas, Tex., as its repre- 
sentative for the sale of “Pyrex” power in- 
sulators and radio insulators in Texas and 
the western part of Louisiana. 

American Engineering Company has ap- 
pointed the Sabin Engineering Company, 
Cleveland. Ohio, as its representative in 
that territory for the sale of Lo-Hed hoists. 


Cornell-Dubilier Expands; 
Increases Sales Coverage 


Cornell-Dubilier Electric Corpora- 
tion has acquired the capacitor busi- 
ness of the Electric Machinery Manu- 
facturing Company of Minneapolis, 
according to a recent announcement 
by Octave Blake, president. 

Equipment for the manufacture of 
these products has been moved to the 
Cornell-Dubilier plant at South Plain- 
held, N. J., which has been enlarged 
to provide for the increase in manu- 
lacturing operations. Mr. Blake stated 
that the acquisition has also greatly 
increased the corporation’s sales cov- 
erage in the power-factor-corrective 


held, 


Range Sales Up 56 Per Cent 


A unit gain of 55.7 per cent in 
sales of household electric ranges dur- 
ing the first four months is reported 
by Pierre L. Miles, sales manager of 
the range and water heater division 
of Nash-Kelvinator Corporation. 





New York Metal Prices 
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Field Reports on Business 


Industrial activity continues to hold up well with expectations of a 
higher volume of business in the fall. Electrical manufacturers and 
retailers report good business, with sales above a year ago. Build- 
ing construction is slowing down due to high material prices. Utility 
purchases continue well above a year ago. 


NEW ENGLAND 


A moderate buying tone marked the trend 
of the electrical market in this district dur- 
ing the past week. Interest in heavy elec- 
trical machinery is at midsummer low, 
though some studies are being made for 
units to be placed out of this area by local 
engineering firms. Some attention is being 
given to reconditioned turbo-generators by 
a few concerns in this district. 

Small switch and control equipment or- 
ders are reported in less volume during the 
past week. Interior lighting for stores and 
restaurants is progressing in downtown dis- 
tricts of Boston. Some lagging in orders 
for electric furnaces is recorded for this 
month; electric arc welders are in demand 
and inquiries are very encouraging. Heavy 
electric marine equipment sales are assured 
a dominant place in view of strong activity 
in New England shipyards. The Fore River 
plant of the Bethlehem Steel Corporation, 
Ltd., has in process of construction and 
new contracts booked work amounting to 
more than $40,000,000 and will carry a 
working force this fall of between 4,000 
and 5,000 employees. 

Merchandising in eastern Massachusetts 
reported by a prominent sales representa- 
tive is spotty; in his opinion, looking ahead 
to fall business, a very strong resumption of 
buying of electrical appliances is to be ex- 
pected in this area. Heavy stocking up, 
as compared with other years, is planned. 
Sales of merchandise in the Vermont area 
continue to interest, with outstanding vol- 
umes to date of more than 2,600 refrigerators 
and more than 550 electric ranges. In this 
same district 118 water heaters have been 
purchased so far this year. 


PACIFIC COAST 


The volume of building permits over the 
entire Pacific slope for July decreased for 
the first time during this year below the 
corresponding month of 1936, an over-all 
drop of 5 per cent being recorded. This is 
accounted for by lessened residential con- 
struction especially in the interior cities, 
and by temporary decrease in large public 
construction. 

Most encouraging is the steadily increas- 
ing major industrial activity featured by 
such projected construction as a $1,000,000 
cork plant in Los Angeles; new lumber 
mills in the Oregon crescent area, requiring 
11 miles of railroad; a tire plant addition 
in Los Angeles, and Phelps-Dodge’s planned 
expenditure of $28,000,000 at the Clifton 
mines in Arizona during the next five 
years. 

Recent miscellaneous purchases have in- 
cluded $12,000 of 750,000-circ. mil, three- 
conductor paper and lead cable by Los 
Angeles; elevators for San Francisco’s muni- 
cipal auditorium; eight transformers, sizes, 
200 and 400 kva., value $4,500, for Boulder 
plant, and two electric 5-ton cranes, value 
$29,825, for Los Angeles. 

Street-lighting installations are again 
fairly active with a $19,000 award in Los 
Angeles and approximately 70 standards 
needed each for San Diego and San Fran- 


cisco. Major appliance sales are now run- 
ning better than during July and August 
last year, but owing to early spring set- 
backs will probably not overtake 1936 totals. 
Many San Francisco wiring installations are 
delayed by a plasterers’ strike, with con- 
sequently lower sectional sales of finishing 
material by wholesalers. 


CHICAGO 


Industrial activity maintained a fairly even 
pace during the past week. Retail trade 
showed a slight increase and wholesalers 
reported large orders in anticipation of 
fall and winter business. Electrical equip- 
ment manufacturers showed no material 
change in prospects. Sales held close to 
the year’s best level, allowing for seasonal 
adjustment, with an increasing number of 
inquiries to give evidence of an early fall 
upturn. 

Utility purchases were steady at a rate 
10 to 15 per cent above last year’s figures. 
Appliance sales continue to show up espe- 
cially well for the seeason. Contractors re- 
port a favorable showing is being made 
in the number of additional outlets installed, 
while new building work remains compara- 
tively slow. A manufacturer of metering de- 
vices and time switches reports sales up 65 
per cent this year. 

Several sizable installations of  store- 
lighting equipment are reported recently 
sold, all with substantial increases in the 
wattage used. Air-conditioning continues 
to make a favorable showing. Specific orders 
reported include 1,100 steel street-lighting 
standards and fixtures, 115 motors ranging 
from 5 to 40 hp., one 50,000-kva. generator 
and two 25,000-kva. transformers. 


NEW YORK 


Business in this section is holding up 
fairly well, considering the vast number of 
residents away on vacation. Retail sales are 
in fair volume, with electric fans and _re- 
frigerators attracting attention. New York 
City’s moving season reaches its peak the 
few days preceding and following October 
1 and merchants expect a high volume of 
business from now until well into the fall. 

Refrigerators and electric ranges are be- 
ing pushed as well as lamps and small ap- 
pliances. Stores are beginning to advertise 
electrical equipment and expect good re- 
turns. The large volume of new building 
in surrounding suburbs is stimulating sales 
of electric fixtures. New developments are 
stressing air conditioning in new homes. 

Electrical manufacturers have no com- 
plaint to make as plants are running at, 
or near, capacity. In some lines of heavy 
electrical equipment shops are being hard 
pressed to make deliveries. 

With the chances that Congress will soon 
be adjourning a better feeling among gen- 
eral business is becoming more evident. 
Many believe that if Congress stays at home 
until after the first of next year, business 
has an excellent chance to return to a high 
level. 
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Stocks Hold Previous Level 
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For the fourth consecutive week utility stocks remained fairly steady, the “Electrical 
World” index working slightly lower the past week to 34.3. (Four weeks ago it stood 
at 34.7). Index previous week, 34.4; year ago, 39.4; 1937 high, 41.5; low, 30.6 


$80,000,000 Issue 
by Consolidated Edison 


Consolidated Edison Company of 
New York, Inc., has filed application 
with the Public Service Commission 
requesting permission for the issuance 
of $80,000,000 aggregate principal 
amount of debentures. 

Money realized from the sale would 
be devoted to the retirement of $60.- 
000,000 principal amount of the com- 
pany’s 20-year 44 per cent gold deben- 
ture bonds due June 1, 1951, and to 
the partial reimbursement of the com- 
pany for plant expansion and other 
purposes from December 31, 1931, to 
June 30, 1937, not heretofore capital- 
ized. 

This proposal is a further step in 
the plan of the company and its as- 
sociates under which last year $210.- 
000,000 of outstanding long term debt 
was refunded. It would also tie with 
the earlier issue of the Union Electric 
Company of Missouri for the distinc- 
tion of being the second largest utility 
financing issue of the year to date. 


Utilities Second in SEC Filings 


Utilities, including electric, gas and 
water companies, were the second 
largest group of registrants with the 
Securities and Exchange Commission 
in the first half of this year, their reg- 
istrations amounting to $520,839,000 
or 22.8 per cent of the total, accord- 
ing to the commission. Manufactur- 
ing companies were first, their regis- 
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trations amounting to $921,051,000, 
or 40.1 per cent of the total. 

The commission reported that 
while gross proceeds from securities 
effective in the first six months were 
15 per cent below those for the same 
period of 1936, estimated net pro- 
ceeds to be used for plant expansion 
and working capital were the highest 
for any first half year since the Se- 
curities Act became effective in 1933. 


$28,900,060 Offering 
Registered With SEC 


Ohio Public Service Company has 
filed with the SEC a registration state- 
ment under the 1933 securities law 
covering $28,900,000 of first mortgage 
bonds, series due August 1, 1962; 
$1,600,000 of serial notes, of which 
$160,000 will mature each August 1 
from 1938 to 1947, and 16,000 shares 
of $100 par value cumulative first 
preferred stock 53 per cent series. 
Proceeds are to be used for refunding 
and for additions and improvements. 

Other companies filing statements 
recently with the commission follow: 

Northern States Power Company, Min- 
neapolis, with respect to the reclassification 
of its 275,000 shares of no par preferred 
stock into an equal number of shares of 
no par preferred stock convertible into com- 
mon stock at the option of the holder and 
the issuance of 1,100,000 shares of no par 
common stock to be issued from time to 
time as the preferred stock is converted 
up to and including September 2, 1947. The 
basis of conversions will be at the rate of 
four shares of common stock for each share 
of preferred. 

North American Company of New York 


ELECTRICAL WORLD # AUGUST 21, 1937 





has filed a registration statement on Form 
U5B, the complete form for registration yp. 
der the Holding Company Act. North 
American Edison Company and _ North 
American Light & Power Company have 
also filed on this form. 

Old Dominion Power Company, Lexing. 
ton, Ky., has filed a declaration covering 
the waiver and cancellation of all unpaid 
accumulated dividends to July 1, 1937, oy 
its outstanding 6,735 shares of $7 no par 
preferred stock. 


Abitibi Reorganization Plan 
Censured; Ask for Proxies 


General criticism of the Ripley plan 
for reorganization of the Abitibi 
Power & Paper Company, Ltd., has 
been made public by Wood, Grundy 
& Company, Ltd., investment bankers. 
The bankers list twelve specific rea. 
sons against the plan and state that 
the plan proposed by the liquidator, 
R. S. McPherson, gives more consider- 
ation of the present status of the com: 
pany and of the industry. 

Meanwhile, the bondholders’ repre- 
sentative committee, Joseph P. Ripley, 
chairman, has mailed proxies to 
holders of registered first mortgage 
bonds of the company, urging them 
to sign and return the forms. A for. 
mal call for a meeting of the bond- 
holders on October 15 was issued at 
the same time by the Montreal Trust 
Company, trustee. 


Record Profits Reported 


Profits of £1,604,512 for the year 
ended March 31 are shown in the pre: 
liminary statement of the General 
Electric Company, Ltd., London, as 
against £1,485,153 in preceding year. 
A dividend of 10 per cent, plus a cash 
bonus of 73 per cent, is being paid on 
the capital stock. 





Earnings Reports (Utilities) 
a ee tl Net Income 
1937 1936 
*Amer. Water Wks. & 


Elec. and subs....... $4,914,187 $4,241,357 


*Duquesne Light........ 10,613,987 10,704,462 
*Philadelphia Co. and a 
WW es cet 8,685,034  8,900,40 
*New England G. & FEF _ 919 849 
Assn. and subs....... 420,505 regs 
*Metropolitan Edison.... 3,608,688 3,089, 
*United Lt. & Pwr. and =a 
WE ccccas tec ienens 5,234,040 3,964,210 
*Continental G. & E. and — 
subs. ..... rene © 4,587,393 3,993,487 
*Va. Elec. & Pwr....... 3,313,568 3,083,211 
*Puget Sound Pwr. & » £0 
Lt. and subs......... 275,421 MORE 
+Cities Service and subs. 4,398,757 es 
*New England Power... 2,593,435! 2,150,024 
*Utah Pwr. & Lt. and - 
MM nck causcuntave 1,678,615 951,908 
*Twelve months ended June 6" 
+ Six months ended June 30. 
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ResistANCE AND Capacitance—Recent de- 
velopments in instruments for the measure- 
ment of resistance and capacitance include: 

l. Type 544-B megohm bridge—combina- 
tion of Wheatstone bridge and vacuum-tube 
yoltmeter—offered by the General Radio 
Company, Cambridge, Mass., for the measure- 
ment of two- and three-terminal resistors, 
insulation resistance of cables, condensers 
and electrical machinery, and also to indi- 
cate moisture content of insulating materials. 
It covers a range from 0.1 to 10,000 megohms 
and above; a resistance of 1,000,000 megohms 
can be detected, it is claimed. 

2. A modified form of Schering bridge, de- 
veloped by Leeds & Northrup Company, 
Philadelphia, for determining the character- 
istics of both liquid and solid dielectrics. 
High voltage is applied only to the test 
sample and to the standard air capacitor. 
\ll adjustable elements are confined within 
a grounded shield to protect the operator and 
to assure accuracy. Capacitances from 40 
m-mfd. to 0.020 mfd. and power factors 
from 0.0001 to 0.70 can be accurately deter- 
mined, it is said. 





Measurinc Rap1io Noise—The combina- 
tion of the new calibrated noise generator, 


Model 233-SG, announced by the Tobe 
Deutschmann Corporation, Canton, Mass., 


with the company’s Model 233 noise and 
fault locator is said to provide a radio noise 
meter conforming to the requirements of 
the subcommittee on instruments and meas- 
ements of the joint committee on radio 
co-ordination of the E.E.L, N.E.M.A. and 
RMA. Thus electrical appliance manufac- 
lurers, electric power companies and munici- 
palities may secure quantitative data on 
radio noise intensity under standard test 
conditions. Generator is calibrated in fre- 
quency from 500 to 1,500 ke. 


Miniature Merers—New _ rectangular 
‘witchboard instruments, available as fre- 
quency meters, single- or poly-phase watt- 
eters, ammeters, voltmeters, etc., are offered 
by the Hickok Electrical Instrument Com- 
pany, Cleveland. Mounting is flush in 
tound hole of 314 in. diameter; a.c. instru- 
ments can be supplied with illuminated 
dials. Seale is over 334 in. long. 
Five-Incr OsciLLocraPpH—A_ cathode-ray 
ssillograph employing a five-inch cathode 
ay tube and designated as Type 168 is a 
recent development of the Allen B. Du Mont 
aboratories, Inc., Upper Montclair, N. J. 
— high gain, wide-frequency-range am- 
Miners with high input impedance are sug- 
= as holding particular appeal for the 
; sheer and experimenter. Sweep circuit 


Nas c 
a range from 15 to 30,000 cycles per 

see code ° id 
en sweep may be adjusted to observe 

Nes up to 500,000 cycles per second, it is 
sald, 

1 fiBOOR Sicn TRANSFORMERS—New indoor 
1g vous tube transformers announced by 


eferson Electri 
lave the seco 
tions 


c Company, Bellwood, IIl., 

ndary or high-tension connec- 
7 . . . . 

Concealed, meeting, it is claimed, latest 
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requirements of the National Electrical Code. 
Primary connections are panel-mounted in- 
side the removable end compartment and 
no soldering is required. 


Wire Srripper—To prevent crushing of 
stranded wire after stripping, the new “E-Z 
Automatic” wire stripper is provided with 
a lever which stops the return of the arms 
until the wire is removed after stripping, 
when it is snapped back to normal. It is 
offered by the Pyramid Products Company 
of Chicago, in sizes to handle stranded wire 
from 10 to 30 gauge. 


Water Crircutator—The Minneapolis- 
Honeywell Regulator Company, Minneapolis, 
has introduced a new packless-sealed, pre- 
cision-built water circulator for use in speed- 
ing up circulation on hot water heating sys- 
tems. It may be used alone or with a flow 
valve to provide fully automatic summer- 
winter hot water control. The motor is said 
to have a high starting torque, require only 
low starting current and to offer no radio 
interference. While 110-volt, 60-cycle motors 
are standard, circulator is available for 220 
volts, 60 cycles, 110 or 220, 20, 30, 40 or 50 
cycles or for 115 or 230 volts, d.c. 


Guiass For Luminous Fronts—Vitrolux, a 
color-fused, tempered plate glass, structur- 
ally used for store fronts, is a new develop- 
ment of the Libbey-Owens-Ford Glass Com- 
pany, Toledo. It can be made in any color, 
either opaque or translucent, but in either 


Ceiling Illuminator 


Modified 
Schering 
Bridge 





Radio Noise Meter 


case appears opaque by day. At night, when 
backed by illumination, the glass takes on a 
soft glow that makes for striking effects. 
This glass must be cut to size in the factory. 


Ceminc ILtuminators—To reduce the 
harsh shadows and dark ceilings often as- 
sociated with built-in direct lighting, par- 
ticularly when floors are dark, the Pittsburgh 
Reflector Company, Pittsburgh, has designed 
a new ceiling illuminator. Adaptable to 
most Permaflector units, the louver consists 
of the usual metal frame for attaching to 
the flush mounting ring. The outer vane 
of the concentric louver is a flared spinning 
so designed as to permit the bulk of the re- 
flected light from the Permaflector to pass 
through in the usual way, but in addition to 
intercept the outermost rays and reflect them 
laterally and upwardly te the ceiling. Il- 
luminator shown is for equipment using 500- 
watt lamps; two smaller designs are offered. 


Power FoR Roxtiutwnc Doors—Kinnear 
Manufacturing Company, Columbus, Ohio, 
offers a new and improved power unit avail- 
able for any size new or old rolling door. 
Control stations may be placed at any con- 
venient point; door is driven through an 
electric motor by reduction gearing. A 
feature of the power unit is the provision 
for emergency manual operation by hand 
chain in the event of interrupted power 
service. Series-wound motor is used in the 
d. c. type and a high starting torque, ele- 
vator type motor for the a. c. type. Both 


are available for 110, 220, 440, 550 volts. 





















Kirnear Power Unit 


Megohm 
Bridge 
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Warns Against Federal Control 
and Operation of Utilities 


Warning of the menace in govern- 
ment ownership, Harry A. Wheeler, 
president of the Railway Business As- 
sociation, recently declared: “If this 
government ever forcibly or with pub- 
lic consent controls the ownership and 
operation of steam railroad transpor- 
tation there is no economic interest in 
this country safe from the same kind 
and measure of control. 

“Government regulation induces 
mediocrity enough, but government 
ownership and operation of our rail- 
roads or any of our great public serv- 
ices would present a problem of me- 
diocrity that the public would realize 
too late to do anything about it,” he 
said. 

© 


REA Loans to Mississippi 


The Rural Electrification Admin- 
istration recently executed loan con- 
tracts with two Mississippi co-opera- 
tives: Southwest Mississippi Electric 
Power Association, $205,000 to build 
202 miles of line serving 606 custo- 
mers in Jefferson, Hinds, Copiah, 
Claiborne, Lincoln, Wilkinson, Amite 
and Franklin counties; city of Holly 
Springs, Marshall county, $71,000 to 
build 60 miles of line to serve 270 
customers in Marshall and Benton 
counties. 

@ 


Seeks Grand River 
Dam Funds 


State Senator Jack L. Rorschach. 
author of the original Oklahoma Grand 
River Dam Authority law, has asked 
the state Planning and _ Resources 
Board to appropriate $7,000 for the 
purpose of taking options, making 
surveys and sending a delegation to 
Washington to make final preparations 
to start the dam, part of the proposed 
$23,000.000 hydro-electric project in 
northeast Oklahoma. 


Saguenay Unit Progresses 


The twelfth 45,000-hp. generating 
unit, which Saguenay Power Com- 
pany, Montreal, Que., is now installing 
at Isle Maligne is involving an ex- 
penditure of some $350,000. Con- 
struction is proceeding according to 
schedule and the unit is expected to 
be in operation by September. 
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Omana, Nes.—Nebraska Power Company, 
Omaha, plans primary and secondary lines 
for extensions in rural power system in parts 
of Saunders and Cass Counties, totaling 


about 26 miles, with service facilities. Per- 
mission has been granted. Also has secured 
permission for extension in _ transmission 
lines in part of Washington County. Plans 
are under way and permission has been 
asked for primary and secondary lines for 
rural electrification system in vicinity of 
North Bend, Neb., totaling close to 40 miles, 
with service facilities. 

Cuicaco, ILt.—Tropic-Aire, Inc., Eleventh 
Avenue, N. E., Minneapolis, Minn., plans in- 
stallation of motors and controls, regulators, 
conveyors and other equipment in new two- 
story plant at 4500 West Augusta Boulevard, 
Chicago, for manufacture of automobile 
heaters. Cost about $200.000. Victor L. 
Charn, 664 North Michigan Avenue, Chicago, 
is architect. 

BONNEVILLE, Ore.—United States Engi- 
neer Office, Bonneville, receives bids until 
August 27 for manufacture and installation 
of a recording annunciator system in Bonne- 
ville hydro-electric generating station (Cir- 
cular 31). 


GoopLtanp, Kan.—Receives bids until 
August 25 for new municipal electric power 
plant, including engine-generator units and 
auxiliary equipment; also for electrical dis- 
tributing system. Cost about $200,000. Fi- 
nancing has been arranged. E. T. Archer & 
Company, New England Building, Kansas 
City, Mo., are consulting engineers. 


Yuma, Ariz.—Nevada-California Power 
Company, Riverside, Calif., plans 2300-volt 
transmission line across Colorado River near 
Yuma, consisting of three bare copper 
stranded cables, with clear span of 648 ft. 
Application has been made for permission. 


Katamazoo, Micu.—Detroit Paper Prod- 
ucts Company, 5800 Domine Street, Detroit, 
Mich., plans installation of motors and con- 
trols, conveyors and other equipment in con- 
nection with modernization and improvement 
in former mill of Western Board & Paper 
Company, Kalamazoo, recently acquired for 
new paper-manufacturing plant. Beater de- 
partment and other divisions will be com- 
pletely electrified. Entire project will cost 
about $300,000. 


Pine Briurr, Ark.—Arkansas Power & 
Light Company, Pine Bluff, has plans ma- 
turing for four rural electrification projects, 
including transmission and distributing lines 
in parts of Hot Springs, Independence and 
Boone Counties, and tri-county lines in Con- 
way, Pope and Yell Counties, totaling over 
400 miles, with outdoor power substations 
and service facilities. Cost about $500,000. 
Arrangements have been concluded for 
financing through federal aid. 


Mempuis, Tenn.—Light and Water De- 
partment, N. W. Wade. secretary, has ex- 
tended time for close of bids for equipment 
for South Gate power substation from 
August 5 to August 26, including trans- 
formers and accessories. switchgear, regu- 
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lators and other equipment. It will be known 
as Substation “A.” Cost estimated close to 
$270,000 (Contract 3). 


Anoka, Minn.—Will select consulting en. 
gineer soon to prepare plans and estimates of 
cost for new municipal electric power plant. 
Proposed to use diesel engine-generator 
units. A municipal station of hydro-electric 
generating type also is being considered. 


Santa Monica, Catir.—Douglas Aircraft 
Company, 3000 Ocean Park Boulevard, Sants 
Monica, plans installation of motors and 
controls, regulators, conveyors and_ other 
equipment in new one-story addition, pri- 
marily for expansion in assembling depart- 
ment. Cost close to $300,000. Edward C. 
and Ellis W. Taylor, 803 West Third Street, 


Los Angeles, Calif., are architects and 
engineers. 
New Caste, Pa.—Pennsylvania Power 


Company, Youngstown, Ohio, has let con- 
tract to J. A. Utley, 6031 Mansur Street, 
Detroit, Mich., for erection of proposed new 
steam-electric generating station on Beaver 
River. West Pittsburgh, about 4 miles from 
New Castle, where tract of 45 acres of Jand 
was acquired recently, as previously noted in 
these columns. Equipment awards will be 
made soon. Plant is scheduled for comple 
tion in November 1938. Cost estimated 
close to $3,000,000. 


Lumperport, W. Va.—Harrison County 
Rural Electrification Association, Lumber 
port, E. V. Richardson, chairman, plans 
steam-electric generating plant for power 
supply for rural electrification system In 
parts of Harrison, Wetzel and Barbour 
Counties, about 200 miles. Fund of $10; 
000 has been secured through federal aid 
for power station: appropriation of $211 00 
has been obtained through same source for 
electric lines. 


Lartmore, N. D.—Northern States Power 
Company, Fargo, N. D., plans extension In 
transmission line from Larimore to Kempton. 


N. D. 


San Francisco, Catir.—Schmidt Litho- 
graph Company, Second and Bryant Streets 
plans installation of motors and controls. 
conveyors, regulators and other equipmet! 
in new multi-story plant on Sterling Street 
near Bryant Street. Cost close to $250,000. 
Jesse Rosenwald, 525 Market Street, is com 
sulting engineer. 


PortsmoutH, Va.—Bureau of Yards and 
Docks, Navy Department, Washington, D. 
receives bids until August 25 for an aul 
matic combustion control system for st 
operated boiler units at power house at Not 
folk Navy Yard, Portsmouth (Specificatiomt 
8511). 


Lansinc, Micu.—Will ask bids soon fot 
extensions and improvements in 

























municl} 
electric power plant, including installation 
of turbo-generator unit and accessories 
boiler and complete auxiliary equipmet! 
New addition equivalent to six-story 
height will be built. Estimated cost $2,/ , 
000. Claude Erickson, 1509 Washing” 


Street. Lansing, is engineer. 





